UNITED STATES DISTRICT COURT 
EASTERN DISTRICT OF TENNESSEE 

UNITED STATES OF AMERICA, ) 

) 

Plaintiff, ) 

) 

v. ) No.: 3:18-CR-22-TAV-HBG 

) 

ALBERT DIANCE BLEVINS, ) 

) 

Defendant. ) 


ORDER 

Pursuant to 28 U.S.C. § 636(b), it is hereby ORDERED that Defendant’s Motion 
to Suppress [Doc. 29] is REFERRED to United States Magistrate Judge H. Bruce Guyton, 
for his consideration and determination or report and recommendation, as may be 
appropriate. 

IT IS SO ORDERED. 


s/ Thomas A. Varlan _ 

CHIEF UNITED STATES DISTRICT JUDGE 
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